To:  Gray,  David[gray. david@epa.gov];  Curry,  Ron[Curry. Ron@epa.gov];  Coleman, 

Sam[Coleman.  Sam@epa.gov] 

Cc:  Crossland,  Ronnie[Crossland. Ronnie@epa.gov];  Webster,  Susan[webster.susan@epa.gov]; 

Phillips,  Parm[phillips. pam@epa.gov];  Ruhl,  Christopher[Ruhl. Christopher@epa.gov] 

From:  Edlund,  Carl 

Sent:  Sat  8/1 5/2015  4:03:29  AM 

Subject:  RE:  heads  up 

Yes  and  we  are  working  to  prevent  water  loss. 

Sent  from  my  Windows  Phone 


From:  Gray,  David 

Sent:  8/14/2015  9:15  PM 

To:  Curry,  Ron;  Coleman,  Sam:  Edlund,  Carl 

Subject:  heads  up 

I understand  the  Momingside  system  - the  fourth  largest  on  our  stretch  of  the  Animas  River  amd 
services  about  6,500  peoples  will  run  out  of  drinking  water  in  48  hours  . 

Sent  from  my  iPhone 
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